truck down, but indicated that they are not meant to stop the vehicle
completely.  He confirmed that the parking brake would not hold the truck
on the hill (Tr. 58).

Mr. Gonzales stated that drivers "walkaround" their truck to check
the tires and lug nuts, but that the only way to check the brakes is
while the vehicle is in motion.  He confirmed that he could refuse to
drive a truck if he is not happy with the brakes, and while the brakes
on the water truck were inadequate prior to July 6, 1981, he never refused
to drive it because he was trying to do the best that he could to keep
the dust down on the roads with the truck that he had.  If he refuses
to drive any particular truck, he would be given another truck to drive
or assigned to other work (Tr. 60).  He confirmed that he orally advised
hill foreman Keith Barnett a week prior to July 6, 1981, that the water
truck brakes would not hold the truck on the hills.  He assumed that
Mr. Barnett would report this condition to Mr. Oberg, and he (Gonzales)
did not follow up on it because he "expected that they would get them
fixed when they got around to them (Tr. 62).  The truck was not taken
out of service and it was driven until the inspector Issued the citation.
He drove it about three months prior to the time it was cited and he
indicated that the brakes "were getting bad then.  They just kept getting
worse all the time" (Tr. 62).

Mr. Gonzales identified exhibit G-7 as the report he filled out on
July 6, 1981, for the water truck in question, and while he could not
recall when he filled it out, he confirmed that they are usually turned
in at 3:45 p.m.  Mr. Gonzales stated that the inspector advised him to
take the truck out of service after they tested the brakes on the hill
incline north of the shop, and he indicated that the inspector was not
hostile but "just doing his job" (Tr. 64).  He confirmed that he drove
the truck after it was repaired and that the brakes would hold the truck
on the hill and he felt safer driving it (Tr. 65).  When asked whether
the condition of the brakes on July 6, 1981, before they were repaired
affected safety, he replied as follows (Tr. 67-68):

A.  Well, let me put it this way.  I could stop

the truck.  But if it had been an  emergency, say

if I had to stop it in a hurry, I  couldn't stop
it.

Q.  Can you visualize a situation where you would
have to do that in the operation'of your daily
- routine?

A.  Well, I'm in and out of haulage trucks, and
I have to come down that incline and go through
the north shops, and in front of the other shops.
Somebody could pull out in front of me, or something,
and if I would have to stop real quickly, I don't
think I could have done it, no.

320at this portion of the road is a long incline.  He was traveling
